TABLE 2-9   Measured Concentrations of Various Toxic Agents in Rooms Polluted w			
Pollutant	Location	Concentration	Nonsmoke Control Conce
Benzene	Public places	20-317 ng/m3	—
/V-Nitrosodimelhylamine	Restaurant, public		
	places	0.01 -0.24 pg/m3	0.005 ng/m3 (inside)
//-Nitrosodiethylamine	Restaurant, public		—
	places	<0.01-0.2 ng/m3	
Anthanthrene	Coffee houses	4. 1-9.4 ng/m3	2.8-7.0 ng/m3 (outdoors)
Benzo[a]fluorene	Indoors	39 ng/m3	—
Benzofajpyrene	Restaurant, public	2.8-760 ng/m3	4.0-9.3 ng/m3 (outdoors)
Benzo[-]pyrene	Coffee houses	3.3-23.4 ng/m3	3.0-5.] ng/m3 (outdoors)
Coronene	Coffee houses	0.5-1. 2 ng/m3	1.0-2.8 ng/m3 (outdoors)
Perylene	Coffee houses	0.7- 1.3 ng/m3	0.1-1.7 ng/m3 (outdoors)
Pyrene	Coffee houses	4. 1-9.4 ng/m3	0.1-1.7 ng/m3 (outdoors)
Phenols (volatile)	Coffee houses	7.4-11.5 ng/m3	—
